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The Insignia of the Duro Free Ad- 
visory Service. Duro Engineers and 
Duro Authorized Dealers are always 
available for free consultation service. 


What a blessing is pure, clean 
soft water. 


Splendid to drink—fine for cooking. Bath- 
ing is a delight. A shampoo leaves the hair 
silky and soft. The work of dish-washing 
is cut in two. Clothes come from the electric 
washer spotlessly white. Soap quickly makes 
such a wonderful lather that it is a pleasure 
to keep things spick and span. 


And now, with the Duro Automatic Water Softener, 
every home—no matter how hard the city water may be— 
may have zero soft water—in unlimited quantities—at every 
faucet in the house. 


The dangerous cistern and its dirty, foul-smelling rain- 
water is eliminated. 

The hard water scum which coats with a gray, sticky sur- 
face, the bath tub, the dishes and everything else it touches, is 


ed se Lf-operating water softener... 
easily installed in any home.. old or new! 


eliminated. The repair bills that come from hot water pipes 
choked with scale are likewise eliminated. 


The Duro Automatic may be quickly installed in any 
home—old or new—by simply connecting it to the city water 
pipe. The usual double plumbing for soft water is not re- 
quired. The mineral in the softener, by a natural process of 
its own, removes the calcium and magnesium elements of 
hardness from the water as it flows through the mineral. 
There are no chemicals added to the water. In fact, the water 
is even better for domestic purposes than before. 


And after it is installed, there is nothing further to do 
to the Duro Softener as it is self-operating. There are no 
electrical connections to bother with. Reconditioning of 
the mineral is done automatically. Water flows continuously 
even during period of reconditioning. 


No wonder the Duro Automatic is called the greatest 
development of the year. No modern home can afford to be 
without it. No other softener can compare with it, as its 
design is fully protected by patent applications. 


TABLE OF SIZES AND GALLONS OF SOFTENED WATER DELIVERED BETWEEN SALT FILLINGS 


|*Cap. in |Salt Req.|(Shipp’ng| Heigth, Gallons Capacity of Softeners between Salt Fillings 
STYLE |Gals. per per Weight | Width, | on Water of Various Grains of Hardness 
| Minute | Refilling | Crated | Length 10 12 | ist 16] BT 20] 22724 | 26 | 28] 30 | 34 J-38 | 42 | 46 | 50 
Fs | so | arg | eure [rma ests aran 3 -e-sat-12-zra san | 
AS} Sen © 16 50 | 265 | 36x17x36 | 7500} 6250] 5350] 4700] 4175] 3750] 3400] 3125] 2875] 2675) = | r Sue 
AS-2 | 10 | 100 | 365 | 46x17x37_|15000]12500/10700! 9400] 8350] 7500] 6800] 6250] 5750| 5350) 5000]4425|3950135751326013000 
AS-3 | 1) | aul ! 375 __|_ 46x18x39_|30000/25000|21140/18780|16700|15000|13600]12500111500!10700|100001885017900171 501652016000 
AS-4 1 


485 | 46x18x42 130000|25000/21140]18780116700|15000113600]12500111500!10700!100001885017900171501652016000 
EE REE UU L0700110000'8850)79001715016520/6000 


*The above capacities in gallons per minute based on 50 Ibs. flowing city water pressure. 


The Duro Pump & Mfg. Co. 


Dayton, Ohio 


DMUIRO 
AUTOMATIC 
achieved instant 


popularity 


1 It is completely automatic in 
operation—not semi-automatic. 


2 Perfectly softened water is 
supplied at city pressure. There 
are no restrictions or regulators 
stopping the flow of water. 


3 Supplies 22% to 50% more 
soft water per pound of salt than 
any other softener. 


4 Any pure salt—rock or table— 
may be used. 


5 Employes the universally ap- 


proved principle of upward soften- 
ing and downward regenerating. 


6 Not limited to any certain city 
water pressure. It operates equally 
well on any pressure from 15 to 
125 lbs. 


7 More economical and delivers 


soft water at lower cost per 1000 
gallons than any other softener— 
hand operated or automatic. 


8 Positive dependable operation, 
regardless of quantity of water used. 


9 No mineral can get out of the 
softener into house lines or to the 
- drain. 


10 Operates by hydraulic pres- 
sure; not by water meter. Power- 
ful—silent—rugged—dependable. 


11° Rust and corrosion resisting 
metals and materials used through- 
out. All valves made of bronze. 
Containers either galvanized or 
specially enameled inside and out. 
Will last indefinitely. 


12 Easily adjusted in a_ half 
minute to correspond with hardness 
of water in any locality. 


183° Quick-acting Durolite green- 
sand mineral is used—proved, sta- 
ple, non-deteriorating, non-caustic. 


14 Supply of water is constant. 
No interruption while softener is re- 
generating. An exclusive Duro fea- 
ture. 


15 Your pure city water—al- 
ways free from: discoloration. 


16 Fully covered by the Duro 
guarantee bond. 


17 Shipped completely assem- 
bled ready to operate, making in- 
stallation cost low. 


